Standard Series LED Flood 



Light 

1. Product Name: LED flood lamp 

2. Using COB LED as Lighting Source, Bridge lux 
brand, Long lifespan, Energy saving, High efficiency 

3. Standard series LED flood Light has the popular 
design, and also very good at the heat dissipation, 
to make the temperature low 

4. The light efficiency is lOOIm/wu 

5. Using high efficiency thermal conductivity silicon, 
it's assured the heat sink of the light, the 
temperature of the junction is not pass 65 °C, 
which is effective controlled the light degradation, 
the lifespan for the led light is over 30000 hours. 

6. The range for the input voltage is wide. Which 
make the led flood light are available for the 
global. Unique protection circuit and exact 
constant current system assure the abilities such 
as anti-interference and stability of the light. 

7.0ur LED Driver are approved CE CB EMC GS TUV 
UL , can be available for every where. 

8. Available for solar DC10V-28V to realize the 
secondary energy saving system. 

9. We offer 3 years warranty and we are one of the 
popular LED flood light suppliers in our domestic 
market. - See more at: 
http://www.ledskylamp.com/LED-Flood- 
Light/Standard-Series-LED-Flood-Light.shtml 



Bag Series LED Flood Light 



1. Bag series LED flood light for sale , which uses 
COB LED as lighting source 

2. Longer lifespan, good lighting performance. 
The lifespan of the light can be over 30000 
hours 

3. High efficiency and energy-saving, eco- 
friendly 

4. 03 bag series marine LED flood lights release 
less heat to environment since it has good heat 
dissipation design to make the temperature 
much lower. 

5. Designed to use high efficiency thermal 
conductivity silicon, 03 bag series LED flood 
lamp can assure the heat sink of the light to 
ensure the junction temperature is under 65 °C 

6. Wide input voltage range makes this kind of 
marine LED flood lights available for the global. 

7. Good anti-interference and stability since it is 
designed with unique protection circuit and 
exact constant current system. 

8. Qualified LED driver which is CE CB EMC GS 
TUVUL certified 

9. Available for solar DC10V-28V to realize the 
secondary energy saving system. 

10. Warranty: we offer 3 years warranty 
- See more at: 

http://www.ledskylamp.com/LED-Flood- 
Light/Bag-Series-LED-Flood-Light.shtml 



New Series LED Flood 
Light 

1. Using COB LED as lighting source 

2. Energy saving 

3. High efficiency and competitive LED flood 
light price 

4. Good heat dissipation design ensures the 
low temperature 

5. The light efficiency is lOOIm/w 

6. Longer lifespan, over 30000 hours. 

7. Designed with moisture vales, to balance 
the air pressure in and out of LED flood lamp 

8. High efficiency thermal conductivity silicon 
can ensure the heat sink of the light 

9. Certification : CE CB EMC GS TUV UL 

10. Available for solar DC10V-28V to realize 
the secondary 

energy saving system. 

11. Warranty: 3 years 
- See more at: 

http://www.ledskylamp.com/LED-Flood- 
Light/New-Series-LED-Flood-LiRht.shtml 



Module Series LED Flood 
Light 

1. Product Name: LED module flood light 

2. It can realize the secondary energy saving 
system since it is available for solar DC10C-28V 

3. Using bright LED as lighting sources 

4. High light efficiency, 120lm/w, cheap LED 
flood light 

5. Heat dissipation design ensures the low 
temperature 

6. The lifespan of the dimmable LED flood lights 
can reach 30000 hours. 

7. Our LED Driver are approved CE CB EMC GS 
TUVUL 

8. Unique protection circuit and exact constant 
current system assure the abilities such as anti- 
interference and stability of the light. 

9. Wide input voltage range and competitive 
LED flood light price 

10. Provide 3 years warranty - See more at: 
http://www.ledskylamp.com/LED-Flood- 
LiRht/Module-Series-LED-Flood-LiRht.shtml 



Super Power Series LED 
Flood Light 

1. Longer lifespan: 30000 hours 

2. High Luminous efficiency and competitive 
LED flood light price 

3. More energy saving than traditional light, 
since it can save about 60% than the traditional 
bulbs 

4. Green, health and eco-friendly 

5. Passed CE, CB, EMC, GS, TUV, UL certification 

6. No mercury, no radiation, fewer heat release, 
low heat generating 

7. Easy to install and use 

8. Lower consumption, compared with 
conventional lights 

9. Safe, stable and reliable outside LED flood 
lights 

10. Different dimensions, colors and styles 
available - See more at: 
http://www.ledskylamp.com/LED-Flood- 
Light/Super-Power-Series-LED-Flood- 
Light.shtml 





PHILLIPS Chips Module 
Series 

1. Product Name: LED Module Flood Light 

2. Light Source: PHILLIPS LED 

3. Advantages: Energy saving, long lifespan, 
high efficiency, eco-friendly, easy to install 

4. High quality assurance with CE CB EMC 
GSTUV UL certification 

5. Light efficiency: 120lm/w 

6. Warranty: 3 years 

7. The module series LED flood lamp has 
the popular design, and also very good at 
the heat dissipation, to make the 
temperature low 

8. Available for solar DC10V-28V to realize 
the secondary energy saving system. - See 
more at: http://www.ledskylamp.com/LED- 
Flood-Light/PHILLIPS-Chips-Module- 
Series.shtml 



